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11 April 1968 


MEMORANDUM FOR: Director of Medical Services 


25X1 SUBJECT 


FcdsrS/l Cs!T6Gr 
Development Program Professional Applicant 
Test Battery 


25X1 


^? ir ^ uant to tile De P ut y Director for Support's Memoran- 
dum for the Record of 12 March 1968 , subject as above, discus? 
slons have been held by Chief, Recruitment Division. Office 
°{ an( ? Assessment and Evaluation Staff, Office 

of Medical Services concerning campus and off-campus locations 
for the resumption of PATB as an admitted but not advertised 
Agency testing program. Discussions have been held with OL 
about the possibility and ramifications of procuring space 
_ for testing in Federal buildings. And, C/RD/OP and C/AES/OMS 


25X1 


2. C/RD/OP has prepared for C/AES/OMS a suggested list 
of campus and off-campus testing sites as well as a list of 

pKsent^f d^ecSL° ff ^ e S fWB ” hlCh 

^ d ; 0L has rec l U6st ed OSA to advise its 
wASSt toeir?.Sp 0 n3e. nee ' 1S f0r Fe!, * ral opace for t8stln S; 

an L Pn t Pg H n f assured us of their willingness to administer 
tS £ 5 ® program on campuses and will bend every effort 

sit 2 ?^SJ£j«? e £ e J? 5 :f y P 6rsonn «l to man off-campus testing 

= to iS e ^i dln 8 H- ThSy 3tand ready to negotiate a 

1 July 1968 . 1Pl t Ch a pr °S ram t0 t,e Sin on or about 

during 'the h ner?iJ°^ n f act . i $ I ? s a ^ e on-going or contemplated 
auring the period of transition from FCDP to the "new" PATB: 

a. Ihe conduct of an "interim" testing program 

7 Ga S P IJ S f ^ cilitles waits the availability of 
space in Federal buildings. J 
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